
OF AMY PROGRAM FOR PANORAMIC CAMERA OPERATIONS CAN BE DONE., 

2o STUDIES HERE INDICATE THE FOLLOWING g 

a 9 one hundred nint y»five minutes of operation per day 

COULD OCCUR ON TYPICAL 75 DEGREE INCLINATION ORBIT * 

Bo CYCLING RATE OF i£ 0 <S7 SECONDS PER CYCLE IS REQUIRED 
TO 0 ETTA IN 55 PERCENT OVERLAP. 

C„ ABOVE RESULTS IN REQUIREMENT FOR 702 FRAMES PER DAY OF 
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2S00 FEET FOR MISSION* THIS IS EQUAL TO APPROXIMATELY 5 35 


:et 
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■OF MATERIAL AT 2 1/2 INCH FRAME LENGTH. AMOUNT OF FILM FOR STELLER 
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CAMERA PORTION* 

3. THIS ALSO IMPLIES THAT INDEX ATTITUDE CAMERA SUBSYSTEM 
must have an INDEPENDENT CASSETTE as operations during time pan* 

is investigating 


ORAMIC CAMERA Is OFF WILL BE REQUIRED * 


NRO review(s) completed. 
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INSTALLATION AND 3EST POSSIBLE SOLUTION APPEARS TO EE MOUNT INDEX 
ATT ITUDE CASSETTE ON BRACKET HOLS INC RECOVERY BEACON BATTERY. 

BATHER T HAN ON PANORAMIC CASSETTE STRUCTURE, 

k* IT SHOULD &SO SE NOTES THAT THIS AFFECTS INTER CHANGE- 
ABILITY OF INDEX ATT ST USE CArCRA SUBSYSTEM BETWEEN , CORONA AMD LAN- 
YARD PROGRAMS, 

5« REQUEST SYSTEMS ENGINEERING SE INFORMED ASAP ON THE FOLLOWING 
A 0 CAN INTERCHANGEABILITY BETWEEN PROGRAMS BE MAINT- 
AINED BY PROVIDING FILM TRANSPORT MODULES CAPABLE OF ACCEPTING 
SUPPLY SPOOLS FOR £M FOOT LENGTH? JA0 FOOT LENGTH FOE CORONA? 

WISH TO COMMENT ON USE PHILOSOPHY? 


25X1 Bo DOES 

C c DO DIFFERENT OPERATING MODES BETWEEN PROGRAMS OFFER ANY 
DESIGN PROBLEMS FOR CAMERA SUBSYSTEM CONTROL? 

D 0 SINCE TIME WORD WILL BE ADDED FOR LANYARD, WHAT IS EFFECT 
ON CAMERA stlBSYTEM FOB CORONA? 


END OF MESSAGE 
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